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rent will be diverted from its path and How toward the sitlc of the egg, as seen in the figure at the left. When the glass globe contains a small portion of the vapor of alcohol, naphtha, or any light hydrocarbon, the character of the light, is changed, being stratified, as shown in the central figure.
The experiment known as (iassiot.'s cascade (Fig. 543) is
FIG. 542.
very beautiful. A goblet coated wiih tinfoil, after the manner of a Leydcn jar, is placed in a vacuum. The induction current is carried to iis bottom by the wire passing through the cap of the air bell. The other electrode being in communication with the. air pump plate on which the apparatus stands, when the current; is established, " the goblet. over-Hows like a fountain, with a gentle cascade of light, wavy and gauze-like, falling like an auroral vapor on the metallic; base." gas or vapor thiim^h which the discharge takes place. In this %ure tlir Mri;i: given by hydrogen are represented.
